CITY HALL. CIVIC CENTER. SAN FRANCISCO 

San Francisco's City Hall is a splendid edifice 
on the French Renaissance order of the Louis XIV 
period, forming a hollow rectangle enclosing a 
square center piece with galleries tying it to the 
main building. The whole building being sur¬ 
mounted by a lofty dome, rising 300 feet from 
ground level. It is situated at the head of San 
Francisco's Civic Center, and nightly it is bril¬ 
liantly illuminated, a very imposing spectacle. 
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SAN 'FRANCISCO’S CITY HALL AT NIGHT 
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